DOCKETED ITEMS     129

9106280053 Answer of Ohio Edison Co to petition of Alabama Electric Cooperative.lnc
for leave to intervene.* Alabama Electric Cooperative,Inc petition for leave to inter-
veve should be denied.W/Certificate of Svc.

CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge.
#291 11875. 91/06/14. Commissioners (Post 750119). 11pp. 58237:302-58237:312.

9106280056 Answer of Cleveland Electric Illuminating Co & Toledo Edison Co to peti-
tion of Alabama Electric Cooperative.lnc for leave to intervene.* AEC has not met
burden of satisfying regulatory & common law requirements.W/Certificate of Svc
MURPHY.J.P. Cleveland Electric Illuminating Co. MURPHY.J.P. Toledo Edison Co.
MURPHY.J.P. Squire, Sanders & Dernpsey. #291 11874. 91/06/14. Commissioners
(Post 750119). 11pp. 58237:313-58237:323.

9106280065 Answer of Ohio Edison Co to opposition of City of Cleveland, OH to hear-
ing w/respect to denial of applications to suspend antitrust license conditions & peti-
tion to intervene in event hearing requested & granted.W/Certificate of Svc.
CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman. Potts & Trowbridge.
#291 11877. 91/06/17. Commissioners (Post 750119). 9pp. 58237:331-58237:339.

9106280091 Answer of Cleveland Electric Illuminating Co & Toledo Edison Co to oppo-
sition of City of Cleveland.phio.to hearing w/respect to denial of applications to sus-
pend antitrust license conditions & petition to intervene.*

MURPHY.J.P. Cleveland Electric Illuminating Co. MURPHY.J.P. Toledo Edison Co.
MURPHY.J.P. Squire. Sanders & Dempsey. #291 11878. 91/06/17. Commissioners
(Post 750119). 11pp. 58238:120-58238:130.

P. Operating license stage documents & correspondence

9106060042 Ack receipt of 910312 submittal incorporating changes to QA program
description.Changes continue to meet requirements of 10CFR50,App B & acceptable.
WRIGHT.G.C. Region 3 (Post 820201). 91/05/29. LYSTER.M.D. Cleveland Electric Il-
luminating Co. 2pp. 58010:314-58010:315.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106040099 Forwards insp rept 50-440/91-08 on 910502-03.No violations noted.
GREGER.LR. Region 3 (Post 820201). 91/05/24. LYSTER.M.D. Centerior Energy.
2pp. 57914:237-57914:242.

-9106040104 Insp rept 50-440/91-08 on 910502-03.Licensee identified violation
noted.Major areas inspected:review of allegation re improper surveying & decontami-
nation of several workers.

KUNOWSKI.M.A., SCHUMACHER.M.C. Region 3 (Post 820201). 91/05/24. 4pp.
57914:239-57914:242.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106280001     Forwards     insp     rept     50-440/91-06     on     910418-0605.Violations
noted.Violation re missed surveillance tests during plant downpower requires no
response.Other violations being considered for escalated enforcement action.
GREENMAN.E.G. Region 3 (Post 820201). 91/06/20. LYSTER.M. Cleveland Electric
Illuminating Co. 2pp. 58233:228-58233:248,

-9106280002 Safety insp rept 50-440/91-06 on 910418-0605.Violations noted.Major
areas inspected:previously identified items, inservice insp data,LER followup & month-
ly surveillance observations.
LANKSBURY.R.D. Region 3 (Post 820201). 91/06/19. 19pp. 58233:230-58233:248.

R. Periodic operating reports & related correspondence

9106200268 Monthly operating rept for May 1991 for Perry Unit 1. W/910614 Itr.
HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/05/31. 6pp. 58200:273-58200:278.

9106100454 Forwards "Seventeenth Quarterly Rept Cleveland Electric Illuminating Co
Seismic Monitoring Network Jan-Mar 1991" for info.reflecting monitoring of area m vi-
cinity of two waste injection wells operated by ICI Americas (formerly Calhio).
LYSTER.M.D. Centerior Energy.  91/06/04.  Document Control  Branch (Document
Control Desk). 2pp. 58094:111-58094:138.

-9106100466 "Seventeenth Quarterly Rept Cleveland Electric Illuminating Co Seismic
Monitoring Network Jan-Mar 1991."
* Weston Geophysical Corp. 91 /03/31. 26pp. 58094:113-58094:138.

S. Reportable occurrences, LERs & related correspondence

9106110198 Part 21 rept re Edward controlled closure check valves & testable piston
check valves dashplate bolt failures due to rapid valve opening or impulsive differen-
tial pressure surge across dashplate,Design changes recommended.
SOOK.R, Rockwell International Corp. 91/04/23. ROSSI.C. Office of Nuclear Reactor
Regulation, Director (Post 870411). 25pp. 58114:207-58114:237.

9106030067 LER 90-035-01 :on 901204,design error occurred which resulted in potential
loss of control complex chilled water sys.Cause not identified.CCCW sys restored.W/
910524 Itr.
HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/05/24. 5pp. 57994:072-57994:076.

9106040441 Special rept:on 9l04l8.alarms generated by noise spike in 60 hz range
due to inoperable loose parts in detection sys instrumentation.Possible corrective ac-
tions include replacement of cable or detector.

LYSTER.M.D.  Centerior Energy. 91/05/28.  Document Control Branch (Document
Control Desk). 2pp. 57918:187-57918:188.

9106180304 LER 90-022-01 :on 900907,two RWCU sys containment isolations occurred
due to high differential flow.Caused by design deficiency.Engineering evaluation per-
formed & sys operating instruction changed.W/910610 Itr.
HEGRAT.H.L., LYSTER.M.D. Centerior Energy. 91/06/10. 5pp. 58178:112-58178:121.

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby
diesel generator sys involving intake & exhaust power valve springs mfg by Associat-
ed Spring.Recommends that springs be inspected on periodic basis.
GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 7pp. 58244:022-58244:028.

DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2

F. Security, medical, emergency & fire protection plans

9106240025 Apps B & D to emergency public info organization instructions manual.W7

LYSTER.M.D.,    HARRISON.P.,    DAVIS.L    Centerior    Energy.    91/06/14     24pp
58213:294-58213:317.

Q. inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

S. Reportable occurrences, LERs & related correspondence

9106110198 Part 21 rept re Edward controlled closure check valves & testable piston
check valves dashplate bolt failures due to rapid valve opening or impulsive differen-
tial pressure surge across dashplate.Design changes recommended.
SOOK.R. Rockwell International Corp. 91/04/23. ROSSI.C. Office of Nuclear Reactor
Regulation, Director (Post 870411). 25pp. 58114:207-58114:237.

DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1

E.  NRC Safety Evaluation Report (SER), suppls & correspondence

9106060054 Forwards final evaluation of control room environ.to enable NRC to com-
plete review of util actions to address NUREG-0737,ltem I.D.1,per SSER 9 (NUREG-
0896).

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/05/31. Document Con-
trol Branch (Document Control Desk). 4pp. 58010:325-58010:328.

F.  Security, medical, emergency & fire protection plans

9106030229 Forwards Safety Insp Rept 50-443/91-04 on 910316-0422. Inadequacies
noted re worker attention to detail resulting in unlocked safeguards container.
JOHNSON.J.R. Region 1 (Post 820201). 91/05/21. FEIGENBAUM.T.C. Public Service
Co. of New Hampshire. 6pp. 57913:312-57913:334.

-9106030231 Insp Rept 50-443/91-04 on 910316-0422.Normally locked.closed instru-
ment root valve found out of position & unlocked.Major areas inspected:radiological
controls.maint/surveillance, security.emergency preparedness & safety assessment.
MCCABE,E.C. Region 1 (Post 820201). 91/05/16. 17pp. 57913:318-57913:334.

9106070263 "New Hampshire Yankee Seabrook Station 1991 Graded Exercise" con-
ducted on 910522.
* Public Service Co. of New Hampshire. 91/05/22. 92pp. 58016:001-58016:006.

9106250087 Forwards Safety insp Rept 50-443/91-10 on 910521-23.NO violations
noted.

JOYNER.J.H. Region 1 (Post 820201). 91/06/11. FEIGENBAUM.T. Public Service Co.
of New Hampshire 7pp. 58213:344-58213:357.

-9106250096 Safety Insp Rept 50-443/91-10 on 910521-23.NO exercise weaknesses or
plan deficiencies noted.Major areas inspected: licensee partial-participation emergen-
cy preparedness exercise.

AMATO.C.G., LAZARUS.WJ. Region 1   (Post 820201). 91/06/05. 7pp. 58213:351-
58213:357.

9106190254 Conveys results & conclusions of regulatory effectiveness review conduct-
ed by NRR at plant on 910513-17.Encl withheld (ref 10CFR73.21).
VARGA.S.A,   Division   of   Reactor   Projects   -   l/ll    (Post   870411),   91/06/12.
FEIGENBAUMJ.C. Public Service Co. of New Hampshire. 5pp. 58152:001-58152:005.91/03/19. HAIRSTON.W.G. Georgia Power
